“MEMORANDUM LR 5 


Bee gen a Regional Construction Engineers and Section Heads 


From im iT K. O'Shaughnessy, Chief, Engineering Deviation eh ae. 


Subject: Materials Price Index 


“which are taken as an average of ney points. 


1940 1946 
wae : Rakes tere gle Nov. 9 
Material na . (1) (2) 


Pote..35-7 SYP. | 68 100 

35-6 SYP Coe mLts 68 | 100 

Hardware — | Hoe 100 

ee Grounds vy 660.012 100 
| Conductor #4 ‘T/L ACSR , Ree OF 100 
. #6n val 100 

‘#8A | ; 7 100 

| #6SCG 81 100 
pears : —#8SCG | pi ae? yeah) 

BS | MaRORD ; | 67 100 
Service Wire | 63 100 
Transformer EM See 1 LOO 
Freight : 100 


kh PRICE CHANGES FOR TOTAL MATERIALS, INCLUDING FREIGHT THOREASE, 


Pegi ig ee BASED ON NOVEMBER 9 oe PRICES AS 100 


Conductor Por Cols 1(1-1-40) For Col. 3(04 Rey ia 
-.  fPype of Line i Heavy Med. Light Heavy 

— #4ACSR 7/1 | eA Oe 1B 81 121 

6A & 8A La PSone -- 120 

6SCG & 8SCG -- -- 78 --- 

6D : | Sah tien seni --- 


A report similar to this one will be issued on the first day of January 
Ne aan July, and rca reflecting price Sih al on those dates. 
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April 1, 1949 
| " MEORANDUM LR 6 


U 


: All Regional Construction Engineers and Section Heads 
J. XK. P SHEET AREY s ‘Chief, Engineering Division 


Méteriale Price Index 


This table indicates the average changes in prices of materials used in 
a the construction of Bees Teel On, lines riemeaer by REA. 


a3 Computations are based on the average ‘prices in effect on November 9, 1946, 


1940 | 1946 1949 

Jan. 1 it OHO a ADT ek 
(2) ea) (3) 
_ Pole 35-7 SYP ; 68 . 100 105 
si rae G SYP 6 X73 \ 68 TOOK A 106 
; ‘Hardware . 83 1900 134 
| Grounds | 68 300 128 
Conductor #4 7/1 ACSR 7 95 100 128 
. . #64 7h 100 120 
#64 | 27 100 117 
#6SCG é 81 100 125 
#8SCG ey 82 ba ees 120 
#6HD : 67 100 125 
Service Wire | Aue 63 190 119 
 Pransformer 83 100 116 
MPeetzeht . 100 131 


PRICE CHANGES FOR TOTAL MATERIALS, INCIUDING FREIGHT INCREASE, 
BASED CN NOVEMBER 9, 1946, PRICES AS 100 


- Conductor . Wor-Cols it L240) For Coty 3(401.49) 
Type of Line ; Heavy ied. Baht Heavy Med. Light 
\GAACSR 7/1. || 78 80 Be eee i: 138 
6A & 8A 7 is (cI "On oe aac oe RS +, 4 Olli pyaar 
—-680G & BSCG mee Bo) Megeh tereee 12 
; 12 


aoe 


aa eaent tell Das to this one will be issued on the first day of January, 
Tae Wars and October, reflecting price changes on those dates. 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
Rural Electrification Administration 
Washington 25, D. C. 


July 1, 1949 
MEMORANDUM LR 7 
To : All Regional Construction Engineers and Section Heads 
Popes: J. K, O'Shaughnessy, Chief, Engineering Division 


Subject: Materials Price Index 
This table indicates the average changes in prices of materials used in 
the construction of distribution lines financed by REA. 


Computations are based on the average prices in effect on November 9, 1946 , 
which are taken as an average of 100 points. 


1940 1946 199 
Jan. 1 Nov. 9 July 1 
Material (1) (2) (3) 
Pole 35-7 SYP 68 100 105 
35-6 SYP 68 100 106 
Hardware 83 100 130 
Grounds 68 100 145 
Conductor #4 7/1 ACSR 95 100 128 
#6A 7a) 100 100 
#8a me 100 100 
#6SCG 81 100 106 
#8SCG 82 100 103 
#6HD 67 100 98 
Service Wire 63 100 Oh. 
Transformer 83 100 116 
Freight 100 131 


PRICE CHANGES FOR TOTAL MATERIALS, INCLUDING FREIGHT INCREASE 


BASED ON NOVEMBER 9, 1946, PRICES AS 100 ; 


Conductor For Col. 1(1-1-h0 For Col. -1-4 
Type of Line Heavy Med. Light Heavy Med. Light 
#4ACSR 7/1 78 80 ech ON abise vets, ‘119 
6A & 8A Th 7h -- 119 120 --- 
68CG & 8ScG -- -- 78 -<- --- 113 
GHD ee mad 73 <-- awe 111 


A report similar to this one will be issued on the first day of January, 
April, July, and October, reflecting price changes on those dates. 


yuo Show ghey 


UNITED STATES DEPARTMENT OF AGRICULTURE 
Rural Electrification Administration 
Washington 25, D. G, 


July 14, 1949 
MEMORANDUM LR 7 (Corrected) 


To : All Regional Construction Engineers and Section Heads 

From- : J. K, O'Shaughnessy, Chief, Engineering Division 

Subject: Materials Price Index 

This table indicates the average changes in prices of materials used in 
the construction of distribution lines financed by REA, 


Computations are based on the average prices in ctfeat on November 9, 1946, 
which are taken as an average of 100 points. 


1940 1946 1 
Jan. 1 Nov. 9 July 1 
Material | (a) (2) (3) 
Pole 357 SYP 68 100 105 
35-6 SYP 68 100 106 
Hardware 83 100 130 
Grounds 68 100 135 
Conductor #4 7/1 ACSR 95 100 128 
#6A 71 100 100 
#8A 77 100 100 
#6SCG 81 100 106 
#8SCG 82 ee OG 103 
#6HD 67 100 98 
Service Wire 63 100 94. 
Transformer 83 100 116 
Freight 100 13d 


PRICE CHANGES FOR TOTAL MATERIALS, INCLUDING FREIGHT INCREASE, 
BASED ON NOVEMBER 9, 1946, PRICES AS 100 


Conductor For Col. 1(1-1-40 For Col 7-1- 
Type of Line Heavy Med. Light Heavy Med. Light 
#LACSR 7/1 Hey BO 81 119 #119 119 
6A & BA . fe res = BR ea --- 
6SCG & 8SCG --  o-- 78 w-- 0 =e Ae} 
6HD -- = 73 piri n enlaces maga 


A report similar to this one will be issued on the first day of January, 
April, July, and October, reflecting price changes on those dates. 


Note=- This memorandum is to correct errors in Price Changes For Total 
Materials for 64 & 8A, Please destroy Memorandum LR7 dated July 1, 
1949. is 
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